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to be installed in several unidentified buildings in and around Bucharest. 


From various facts which came to EE 2 tention, as well as from 

information circulated among the Telephone, Telegraph and Power Directorate 
empléyees, EMM learned that the buildings in question were to house 
swit¢éhboards, generators and batteries and were to be used in a decentralization 
scheme for long distance telephone lines now using the central telephone 

exchange at Bucharest. The reason given for this proposed scheme was to 

remove these lines from the Bucharest central exchange where they would be 

in great danger of immediate disruption, and possible destruction, in the 25X1A 
event of bombing raids on Bucharest. 


The plan calls for completion of the decentralization [yy 


Each of the buildings will contain a 10 kilowatt generator, which will produce 
220 volt direct current as well as 24 volt and 48 volt batteries for emergency 
use. 


Originally, these new auxiliary exchanges were to be connected by underground 
cables. In an effort to secure the requisite cable (which was scarce or 
nonexistent in Rumania) a purchasing commission of Rumanian engineers was sent 
to Antwerp, Belgium and Sudapest, Hungary; after three such attempts by the 
commission to obtain the cable had failed, it was decided to use above-ground 
lines on telephone poles. 


Meanwhile, the Bucharest Telephone Company, acting on war preparation plans 
or defense measures, sent groups to various cities of Rumania with.the purpose 
of checking the vulnerability of the telephone company installations under 
wartime conditions. Special emergency and defense measures are to be decided 
upon for these centers. [ the new buildings which will 
accomodate the decentralized networks will be protected by anti-aircraft 
batteries which will be set up in the vicinity of each structure. 
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6. [PT yes Bucharest has approximately 80,000 telephones; 
40,000 of these operate through the central station, located at the corner 
: of Victoria and Millo Streets; 20,000 through the sub-station located at 
Boulevard Dacia and Orbescu Street; and 20,000 through the sub-station 
located on the square of Boulevard Banu Mantu. when long distance calis 
_ are made between Bucharest and other Rumanian or European cities, such 
calls must go through the central switchboard. This system will change 
once the decentralization is accomplished. 


7, Besides the central telephone exchange there are two sub-stations in 
Bucharest which handle the entire telephone load of the city. The 
telephone company's current electric power needs are supplied by the | 
Grogavesti factory. In the event of emergency, the company can function 
‘by discontinuing service on most city phones and then utilize electric 
current manufactured by a 25 hp. 220 volt, direct current. Diesel generator 
located in the yard of the Central Station, as well as by two 15 hp, =~ 
220 volt, direct current generators located at Soseaua Magurele No. 77. 
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